eiBtoHtil  Htdex  -  1984 


BUILDING  REMODELING/RETROFIT 

Replacement  Windows  —  Jan . 48 

Challenge  of  Exterior  Renovation  —  Jan . 66 

Roof  Coating  (case  study)  —  Jan . 82 

Single-Ply  Roofing  (case  study)  —  Jan . 86 

Planning  &  Implementing  Remodeling  —  Feb . 18 

Construction  Industry  Productivity  —  Feb . 26 

Construction  Management  —  Feb . 36 

Pre-Construction  Checklist  —  Feb . 42 

ANSI  Standards:  Barrier-Free  Design  —  Feb . 50 

Reconstruction  for  the  Electronic  Office  —  Feb . 70 

Product  Specification  —  Feb . 78 

The  Remodeling  Team:  Post-Construction  Follow-up  —  Feb.  86 

Office  Conversion  (case  study(  —  Feb . 94 

HVAC  Retrofit  —  March . 96 

Energy  Management  System  Retrofit  (case  study)  —  March  102 
Portable  Combustion  Optimizer 

Retrofit  (case  study)  —  March . 104 

Facility  Automation  System  Retrofit  (case  study)  —  March  112 

Building  Control  System  Retrofit  (case  study)  March . 118 

Energy  Saving  Window  Retrofit  (case  study)  —  March - 128 

Boiler  System  Retrofit  (case  study)  —  March . 130 

Storm  Window  Retrofit  (case  study)  —  April . 114 

Condensate  Handling  System  Retrofit  (case  study)  —  April  130 

Electric  Generator  Retrofit  (case  study)  —  April . 142 

Skylights  —  May . 23 

Retrofitting  with  Energy-Saving  Ballasts  —  May . 76 

Lighting  Retrofit/Replacement  —  May . 84 

Hospital  Relamping  Program  (case  study)  —  May . 90 

Department  Store  Lighting  Retrofit  (case  study)  —  May  ...  94 

HPS  Lighting  Retrofit  (case  study)  —  May . 96 

Lighting  Control  Sensors  Retrofit  (case  study)  —  May . 98 

Indirect  Lighting  Retrofit  (case  study)  —  May . 100 

Sound-Absorbent  Wall  System  (case  study)  —  May . 120 

Interior  Design  for  Electronic  Offices  —  June . 14 

Construction  Teamwork  —  June . 32 

Telecommunications  System  Installation  —  June . 50 

Vinyl  Wallcoverings  —  June . 60 

Pre-Planning  the  Office  Environment  —  June . 70 

Hinge  Hardware  —  June . 86 

Ceiling  System  Installation  (case  study)  —  June . 96 

Water  Control  System  (case  study)  —  June . 102 

Ceiling  System  Retrofit  (case  study)  —  June . 106 

Fluorescent  Lighting  Retrofit  (case  study)  —  June . 106 

Roofing  Retrofit  (case  study)  —  July . 90 

Building  Automation  System  Retrofit  (case  study)  —  July  92 
Energy  Management  System 

Installation  (case  study)  —  July . 94 

Elevator  Retrofit  (case  study)  —  July . 96 

Door  Retrofit  (case  study)  —  July . 98 

Urethane  Foam/Coating 

System  Retrofit  (case  study)  —  July . 100 

Telecommunications  System 

Installation  (case  study)  —  July . 104 

Smoke  Detection  System  (case  study)  —  August . 92 

Remodeling  Case  Study:  The  Navarre  —  Sept . 23 

Remodeling  Case  Study:  The  Century  Building  —  Sept.  ...  30 

Remodeling  Case  Study:  the  Jackson  Brewery  —  Sept . 40 

Remodeling  Case  Study:  Trumbull 

Memorial  Hospital  —  Sept . 48 

Remodeling  Case  Study:  The  Omaha  Building  —  Sept . 56 

Remodeling  Case  Study:  The  Millsaps  Building  —  Sept.  ...  62 

Remodeling  Case  Study:  William  Pitt  Union  —  Sept . 64 

Remodeling  Case  Study:  Visalia  Mall  —  Sept . 70 

Remodeling  Case  Study:  Iron  Block  Building  —  Sept . 78 

Remodeling  Case  Study:  The  Sevens  Building  —  Sept . 84 

Annual  Remodeling  Survey  —  Sept . 90 

Site  Development  —  Sept . 96 

Construction  Management  Alternatives  —  Sept . 102 


Retrofitting  HVAC  —  Sept . 114 

Guideline  to  Roofing  Decisions  —  Sept . 134 

Retrofit  Telecommunications  Network  (case  study)  —  Sept.  142 

Retrofit  Elevators  (case  study)  —  Sept . 146 

Roofing  Retrofit  (case  study)  —  Sept . 153 

Roofing  Retrofit  (case  study)  —  Sept . 158 

Energy  Management  System 

Installation  (case  study)  —  Oct . 106 

Lavatory  Retrofit  (case  study)  —  Oct . 108 

Energy  Management  System  Retrofit  (case  study)  —  Oct.  110 

Window  Film  Retrofit  (case  study)  —  Oct . 116 

Energy  Control  System  (case  study)  —  Oct . 118 

Exterior  Wall  System  (case  study)  —  Oct . 122 

Window  Glazing  (case  study)  —  Oct . 123 

Recessed  Ceiling  Downlighting  —  Nov . 32 

Integrated  Ceiling  Systems  —  Nov . 38 

Commercial  Carpeting  —  Nov . 54 

Automatic  Lighting  Controls  —  Nov . 62 

Access  Control  Systems  —  Nov . 74 

Multi-Tenant  Telecommunications  —  Nov . 82 

Central  Station  Air  Handlers  —  Dec . 60 

Steam  Heating  Systems  —  Dec . 68 

ENERGY  MANAGEMENT 

Architectural  Glass  &  Energy  Management  —  Jan . 60 

Solar  Heating  (case  study)  —  Jan . 78 

Energy  Management  Retrospect:  Valley 

Nat’l.  Bank  Center  —  March . 14 

Cogeneration  —  March . 24 

EMS  Options  for  Small  Buildings  —  March . 32 

HVAC  Systems  Preventive  Maintenance  —  March . 40 

Conducting  Electric  Energy  Surveys  —  March . 52 

Leasing  Energy  Management  System  Equipment  —  March  62 
Avoiding  Energy  Management  System  Failure  —  March  ...  66 

Lighting  Energy  Management  —  March . 78 

ASHRAE  Energy  Awards  —  March . 90 

HVAC  Retrofit  —  March . 96 

Energy  Management  System  Retrofit  (case  study)  —  March  102 
Portable  Combustion  Optimizer 

Retrofit  (case  study)  —  March . 104 

EMS  System  &  Maintenance  Services  (case  sttidy)  —  March  108 

Energy-Saving  Building  Design  (case  study)  —  March _ 110 

Facility  Automation  System  Retrofit  (case  study)  —  March  112 
Building  Control  System  Retrofit  (case  study)  —  March . . .  114 

Cogeneration  Applications  (case  study)  —  March . 118 

Centralized  Energy  Management 

Control  (case  study)  —  March . 124 

Energy-Saving  Window  Retrofit  (case  study)  —  March _ 128 

Boiler  System  Retrofit  (case  study)  —  March . 130 

Pennsylvania  Power  &  Light  Co.  —  April . 67 

Storm  Window  Retrofit  (case  study)  —  April . 114 

Window  Film  Installation  (case  study)  —  April . 122 

School  District  Energy  Conservation 

Program  (case  study)  —  April . 132 

Electric  Generator  System  Retrofit  (case  study)  —  April . .  142 

Retrofitting  with  Energy-Saving  Ballasts  —  May . 76 

Electrical  Distribution  System  —  June . 78 

Integrated  Building  Automation 

System  (case  study)  —  June . 94 

BAS  as  a  Marketing  Tool  —  July . 14 

“Shared  Savings”  Approach  to  Financing 

EMS  Investments  —  July . 54 

Variable  Power  Factor  Correction  —  July . 72 

Building  Automation  System  Retrofit  (case  study)  —  July  92 
Energy  Management  System 

Installation  (case  study)  —  July . 94 

Energy  Conservation  Program  (case  study)  —  July . 102 
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Retrofitting  HVAC  —  Sept . 114 

Thermal  Insulation  (case  study)  —  Sept . 148 

Evaluating  HVAC  Efficiency  —  Oct . 16 

Direct  Digital  Control  —  Oct . 24 

Utility  Cost  Cuts  —  Oct . 34 

Energy-Saving  Design  —  Oct . 42 

Peachtree  Center  Energy  Management  Program  —  Oct.  ...  50 

Improving  HVAC  Efficiency  —  Oct . 62 

BAS  Specification  —  Oct . 74 

Insulation  —  Oct . 82 

Ice  Bank  Cooling  Systems  —  Oct . 96 

Energy  Management  System 

Installation  (case  study)  —  Oct . 106 

Energy  Management  System  Retrofit  (case  study)  —  Oct.  110 
Climate  Control  System  Installation  (case  study)  —  Oct. . .  114 

Window  Film  Retrofit  (case  study)  —  Oct . 116 

Energy  Control  System  (case  study)  —  Oct . 118 

Window  Glazing  (case  study)  —  Oct . 123 

Lighting  Technology  Trends  —  Nov . 94 

HVAC  System  Diagnostics/PM  —  Dec . 26 

Energy-Saving  HVAC  Design  —  Dec . 38 

Air  Filtration  Systems  —  Dec . 50 

Central  Station  Air  Handlers  —  Dec . 60 

Steam  Control  Valve  Maintenance  —  Dec . 64 

Steam  Heating  Systems  —  Dec . 68 

“Free  Cooling”  Computer  Facilities  —  Dec . 72 

FACILITY  MANAGEMENT 

Centralized  EMS  Control  (case  study)  —  March . 124 

Illinois  Center  —  April . 20 

Pennsylvania  Power  &  Light  Co.  —  April . 66 

Trimming  the  Fat  from  Service  Departments  —  April - 104 

School  District  Conservation 

Program  (case  study)  —  April . 132 

Records  &  Information  Management  —  June . 24 

BAS  as  a  Marketing  Tool  —  July . 14 

Persoa'Machine  Interface  —  July . 24 

Telecommunications-Enhanced  Real  Estate  —  July . 32 

Computer-Aided  Design  &  Drafting  —  July . 36 

Computer-Based  Building  Automation  Systems  —  July - 44 

Integrated  use  of  Computer 

Technology  in  Building  Operations  —  July . 64 

Facility  Management  System 

Installation  (case  study)  —  July . 80 

Facility  Management  System  Installation 

(case  study)  —  July . 86 

Peachtree  Center  Energy  Management  Program  —  Oct.  ...  50 

Environmental  Design  —  Nov . 18 

Ergonomics  &  Life-Cycle  Costing  —  Nov . 78 

Multi-Tenant  Telecommunications  —  Nov . 82 

LIGHTING 

Lighting  Retrofit  (case  study)  —  Feb . 102 

Lighting  Control  System  (case  study)  —  Feb . 104 

Lighting  Energy  Management  —  March . 78 

Skylights  —  May . 23 

Lighting  Guidelines  &  Standards  —  May . 30 

Lighting  for  the  Electronic  Office  —  May . 38 

Lighting  Control  Applications  —  May . 50 

Programmed  Lighting  Maintenance  —  May . 66 

Retrofitting  with  Energy-Saving  Ballasts  —  May . 76 

Lighting  Retrofit/Replacement  —  May . 84 

Hospital  Relamping  Program  (case  study)  —  May . 90 

Department  Store  Lighting  Retrofit  (case  study)  —  May ...  94 

HPS  Lighting  Retrofit  (case  study)  —  May . 96 

Lighting  Control  Sensors  Retrofit  (case  study)  —  May . 98 

Indirect  Lighting  Retrofit  (case  study)  —  May . 100 

Outdoor  Lighting  Retrofit  (case  study)  —  May . 108 

Daylighting  (case  study)  —  May . 114 

Lighting  the  High-Tech  Office  —  June  —  40 

Fluorescent  Downlighting  (case  study)  —  June . 98 


Fluorescent  Lighting  Retrofit  (case  study)  June . 112 

Emergency  Lighting  —  Aug . 56 

Security  Lighting  (case  study)  —  Aug . 90 

Automatic  Lighting  Controls  —  Nov . 62 

Lighting  Technology  Trends  —  Nov . 94 

LIFE  SAFETY/SECURITY 

Asbestos  Liability  —  Feb . 66 

Automatic  Fire  Suppression  Systems  —  Aug . 16 

Emergency  Planning  Training  Films  —  Aug . 22 

Closed  Circuit  Television  —  Aug . 32 

Security  at  City  Center  —  Aug . 36 

Access  Control  Systems  —  Aug . 46 

Emergency  Lighting  —  Aug . 56 

Producing  Keys  by  Code  —  Aug . 66 

Contract  Security  Services  —  Aug . 70 

Fire  Inspection  Programs  —  Aug . 76 

Boiler  &  Pressure  Valve  Safety  —  Aug . 82 

Hazardous  Material  Clean-up  (case  study)  —  Aug . 88 

Security  Lighting  (case  study)  —  Aug . 90 

Smoke  Detection  System  (case  study)  —  Aug . 92 

Security  System  Installation  (case  study)  —  Aug . 94 

Fire  Barrier  Caulking  (case  study)  —  Aug . 98 

Smoke-Proof  Fiber  Gasket  Sealing  (case  study)  —  Aug. . . .  100 
Sprinkler  System  Chemical  Additive  (case  study)  —  Aug.  102 
Access  Control  Systems  —  Nov . 74 

EXTERIOR/INTERIOR  MAINTENANCE 

Masonry:  Care  &  Treatment  —  Jan . 10 

Roofing  Systems  Preventive  Maintenance  —  Jan . 19 

The  Roofing  Contractor  —  Jan . 20 

Pavement  Rehabilitation  —  Jan . 34 

Exterior  Coating  (case  study)  —  Jan . 82 

Single-Ply  Roofing  (case  study)  —  Jan . 86 

Asbestos  Liability  —  Feb . . . 66 

Theater  Maintenance  (case  study)  —  Feb . 98 

Arena  Recoating  (case  study)  —  Feb . 100 

Exterior  Insulation  System  (case  study)  —  Feb . 108 

HVAC  Systems  Preventive  Maintenance  —  March . 40 

EMS  System  &  Maintenance  Services  (case  study)  —  March  108 

Elevator  Preventive  Maintenance  —  April . 32 

Elevator  Maintenance  (case  study)  —  April . 34 

Floor  Care  Compatibility  —  April . 40 

Interiorscaping  —  April . 44 

Carpet  Care:  Extraction  Equipment  —  April . 54 

Housekeeping  Management  —  April . 82 

Paper  Towels  —  April . 90 

Formulating  a  Roof  Management  Program  —  April . 96 

Caulking  (case  study)  —  April . 118 

Floor  Maintenance  (case  study)  —  April . 126 

Condensate  Handling  System  Retrofit  (case  study)  —  April  130 

Dry  Extraction  Carpet  Cleaning  (case  study)  —  April . 136 

Programmed  Lighting  Maintenance  —  May . 66 

Parking  Garage  Maintenance  —  May . 104 

Roofing  Retrofit  (case  study)  —  July . 90 

Urethane  Foam/Coating  Retrofit  (case  study)  —  July . 100 

Fire  Barrier  Caulking  (case  study)  —  Aug . 98 

Smoke-Proof  Fiber  Gasket  Seal  (case  study)  —  Aug . 100 

Roofing  Options  —  Sept . 128 

Guideline  to  Roofing  Decisions  —  Sept . 134 

Roofing  Retrofit  (case  study)  —  Sept . 153 

Vinyl  Wallcoating  (case  study)  —  Sept . 154 

Roofing  Retrofit  (case  study)  —  Sept . 158 

Evaluating  HVAC  Efficiency  —  Oct . 92 

Exterior  Wall  System  (case  study)  —  Oct . 122 

Ergonomics  and  Life-Cycle  Costing  —  Nov . 78 

HVAC  Data  Collection  Methodology  —  Dec . 16 

HVAC  System  Diagnostics/PM  —  Dec . 26 

PM  —  University  of  Colorado  —  Dec . 32 

Central  Station  Air  Handlers  —  Dec . 60 

Steam  Control  Valve  Maintenance  —  Dec . 64 
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